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BILL NO* G-73-02-03 AMENDED 



GENERAL ORDINANCE NO* G-73 



AN ORDINANCE amending the Fort Wayne 
Building Code with respect to fees 
for permits* 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE , INDIANA: 

SECTION 1. Division 100 of Chapter 37 of the 
Municipal Code of the City of Fort Wayne, Indiana, 1946 
as amended and recodified and referred to as the Building 
Code is hereby amended by repealing Section 109 of 
Division 100 of the Building Code in its entirety, and 
there is hereby substituted the following, which is in 
lieu of said Section 109 of Division 100 of said Building 
Code which is hereinabove repealed. 


Division 100 Administrative, Permits, Fees, Licenses 
& General Provisions: 

109 FEES 

109*1 Buildings 

109.1.1 Fees for Permits - When the cost or value of any 
buildings, construction, repairs, remodeling, addi- 
tions, alterations, installations, maintenance (including 
aluminum siding and roofing but not including painting) 
is less than $200.00 no permit shall be required; pro- 
vided however, that all construction is done in accordance 
with this building code. Cost of permits are listed 
below and will be based on the cost or value of the 
building after deducting the value of the cost of the 
work to be done by sub-contractors under a separate permit. 


BUILDING PERMIT FEES 
$200.00 to $2,000.00 - 


$ 10.00 


for $2001.00 or more and not exceeding $250,000.00 the fee 
shall be $10.00 with an additional fee of $i.0Q for each 
$1,000.00 or fractional part thereof over $2,000.00. For 
$250,000.00 or more the fee shall be $258.00 with an 
additional fee of $0,75 per $1,000.00 or fractional part 
thereof in excess of $250,001.00. 


109.1.2 Moving Buildings Fees - For moving buildings to 
another location and to occupy the necessary public 
ways, the additional fee for the permit shall be $100.00. 
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109.2 Electrical 


109.2.1 Fees for Permits - Before any permit is granted for 
the installation of electrical wiring, devices, appliances or 
equipment, the person making application for such permit shall 
pay to the City of Fort Wayne as follows: 

A . 1 & 2 Family residences & accessories: 


J 


Y 


(i) 


( 2 ) 


(3) 


(4) 


Minor remodeling fee: 

Includes service change to 100 amperes, 
additional circuits for appliances, air 
conditioning, lighting or general repairs. 

Major remodeling fee: 1 

Includes service change over 100 amperes 
complete rewiring of home, installation 
of electric heat or other general repairs. 

Additions to existing houses: 

1 . 5p per sq. ft. of floor area, or 
whichever is greater. 

New houses: 

1 . 5p per sq. ft. of floor area, or 
whichever is greater. 


$ 5.00 


y 


1-5-.O0 

/ 0 0-0 




hX 


1:5.00 

i 


25.00 

:jc ■ oz 


V 






-J. 


B. All construction other than 1 & 2 family residences 
and accessories: 


% ... 




(1) Additional circuits or extensions to 

existing systems for lighting, appliances, 
air conditioning, or general repairs. 

Minimum fee up to 5 circuits or extensions 10.00 

Additional fee of $2.00 for each circuit or 
extension beyond 5 circuits or extensions. 


(2) Alterations, modifications or general repairs 

to services up to and including 400 amperes-fee 25.00 
Over 400 amperes - fee 50.00 


(3) Commercial parking lots, new and used car lots, 
recreational areas, or any miscellaneous open 
areas: Up to and including 100 ampere service 10.00 

Over 100 ampere service - fee 25.00 

(This includes wiring required for these 
occupancies) 


(4) 

Electric signs: 

Fee for each sign 

5.00 

(5) 

All new construction or 
existing buildings: 

complete rewiring of 


a. Warehousing 

. 5p per sq. ft. of floor area 
or $25.00 whichever is greater. 


b. Retail stores 
Schools 

Ip per sq. ft. of floor area 
or $25.00 whichever is greater. 
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1.5 persq. ft. of floor area 
or $25.00 whichever is greater 


c. Manufacturing areas 
Rest homes 
Apartments 
Offices 


d . Banks 
Restaurants 
Motels or Hotel 
Hospitals 

e. Service Stations and/or 
Car washes, commercial 
garages 

f. (1) Extension to wiring 

one circuit 


2q per sq. ft. of floor area 
or $25,00 whichever is greater. 


2. 5p per sq. ft. of floor area 
or $50.00 whichever is greater. 


less than 

5.00 


(2) One Circuit 5.00 

(3) Two to ten circuits each 1.00 

(4) Over ten circuits each .50 

g . Wiring Devices, Appliances and Equipment 

Not Covered by Above Schedul e 

Bach application 3.00 


the total fees required to be paid under this Section 
109*3.1 ; 


(1) 

Trapped or vented fixtures 

3.00 

for 

eac 

( 3 ) 

Water Heater-Installation or replacement of 





dome St ic 

2 . 00 

per 

hea 





er 

( 3 ) 

Water service pipes 

4.00 



( 4 ) 

Miscellaneous installations or replacements , ea. 

2,00 



(5) 

! \ 

Boiler Supply Piping-Steam or Hot water 

6.00 





A o OU 




Work not ready for inspection -- When the inspector, 

upon call, finds work not ready for inspection, he may sake 

a charge of $4.00 for each additional trip requiredf” 

109.3.2 Master Plumber Registration 

Each Master Plumber so licensed under the law of the 
State of Indiana before being permitted to practice his 
trade in the City of Fort Wayne shall pay an annual registration 
fee of $10.00, which shall cover registration for the portion 
of that calendar year immediately following said payment. 
Thereafter the annual registration foe of $10.00 shall be paid 
prior to performance of any act in the trade of said Master 
Plumber and shall cover registration for the portion of that 
calendar year immediately following payment ox said annual 
r eg is t rat ion f ee . 

109.3.3 Commercial and Industrial (non-sanitary) piping and Sy s t @m s 


Fees for Permits based on value of Piping System; 


(1) 

$.00 

to 

$2,000.00 

(2) 

Over 

$2 

o 

o 

o 

o 

o 

c* 

1 3V 

Plus 

an 

additional 


10.00 
10 . 00 


2.00 per 
thousand of 
cost or value 
or fractional % 
thereof in ex- 
cess of $2,000 


109.4.1 Fees for Permits - The fees fox* permits shall be 
based on the licensee’s selling price to the buyer in 
accordance with following schedule: 


(1) Up to $300.00 5.00 

(2) $300.00 to $500.00 ~ $2.00 per $100.00 or 
fractional part thereof; 

(3) $500.00 to $1000.00 - $9.00 plus $1.00 per 
$100.00 or fractional part thereof in 
excess of $500.00; 

(4) $1000.00 to $10,000.00 - $14.00 plus $.50 

per $100.00 or fractional part thereof in excess 
of $1,000.00. 

(5) Over $10,000.00 - $59.00 plus $.20 per $100.00 
or fractional part thereof in excess of 
$ 10 , 000 . 00 . 
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109.4.2 


Fees for Heating Licenses - The schedule of licenses 
and fees shall be as follows: 

The fee for a license covering any or all of the 
above classes of work shall be $50.00 the first 
year, $35.00 each succeeding year. 


109.4.3 Registration Fees for Reciprocal Licenses - 

A registration fee of $.50 on permits of $5.00 



or less, and a registration 
permits over $5.00 shall be 
under a reciprocal license. 

fee of $1.00 

charged for i 
? 

on 

Damolit 

ion 



109.5.1 

Fees for Permits 




For one and two car private 


5.00 


For one and two unit houses 


15.00 


For apartment up to eight units 

50.00 


For apartment over eight units 

75.00 


All other: 




Ground area up to 4,000 sq. 

ft . 

25.00 


Ground area 4,000 to 10,000 

sq. ft. 

25.00 


Ground area over 10,000 sq. 

ft. 

75.00 


For each additional floor over the 1st 
floor 

5.00 


109.6 S igns (Painting, Erection & Maintenance) 

109.6.1 (1) Sign Contractors license shall be $40.00 for 
the first year, $25.00 each succeeding year. 

(2) Sign Painters license shall be $30.00 for the 
first year, $15.00 each succeeding year. 

(3) Mobile Sign License and Projection Sign 
License shall be $25.00 for the first year, 

$20.00 each succeeding year. 

109.6.2 Fees for signs requiring a permit. 

A. Illuminated or non- illuminated, roof signs, street 
banners, temporary signs, outdoor advertising 


signs, commercial signs, 
projection signs: 

mobile signs and 

to 35 sq. ft. 

7.50 

35 to 60 sq. ft. 

10.00 

60 to 100 sq. ft. 

12. 50 

100 to 300 sq. ft. 

15.00 

300 to 500 sq. ft. 

17.50 




i 


500 aq. ft,, and over 20.00 

Be Electric Signs - All installations including 
single face , double face, facia, projecting 
and post mount signs; 



to 25 

sq. 

ft . 

10 „ 00 

25 

to 

50 ; 

sq. 

ft. 

15.00 

50 

to 

75 

sq. 

ft . 

20.00 

75 

to 

100 

sq. 

ft „ 

25.00 

100 

to 

125 

sq. 

ft . 

35. GO 

125 

to 

O 

. o 

CM 

sq. 

ft . 

O 

e 

O 

o 

200 

to 

300 

sq. 

ft . 

100.00 

300 

sq. 

ft 

. and over 

1 50 . GO 


C, Pennant Signs; $5.00 

109.6.3 - Fees for Examinations - The following examination fees 
shall be charged; 

Sign Contractor's License 10.00 

Sign Painter's License 7.50 

SECTION 2. If any part, parts, section, sections , provision, 
clause or portion of this ordinance shall be adjudged invalid or 
unconstitutional, such invalidity or unconstitutionality shall not 
affect the validity or constitutionality of this ordinance as a whole 
or of any other part, section, clause, provision, or portion of this 
ordinance » 

SECTION 3. This Ordinance shall be in full force and effect 
from and after its passage, approval by the Mayor, and. legal publica- 
tion thereof. 


Councilman 


Approved as to form and legality 
this day of February, 1973. 

By 
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Read the first time in full and on motion by seconded by 


/&> 


Is 


to the Committee on 


, and duly adopted, read the second time by title and referred 

& 




Pten--^^fflii^is±mrToFTeci3imnendat±on) and Public Hearing to be held after due legal 
notice, at the Council Chambers, City-County Building, Fort Wayne, Indiana, on 
the 7 d ay of 




197_^_, at y.3 d 


o’clock P„Mo,E„SeIo 


Date % 



/>/ 7 > 





CITY CLERK 

Read, the third time in full and on motion by 
seconded by AJsjiy^'Q , and duly adopted, placed on its passage . 


Ragged. (LOST) by the following vote? 


A'YES 


HAYS 


ABSTAINED 


BURNS 

HINGA 

KRAUS 

NUCKOLS 

MOSES 





ABSENT 


to-wit t 



Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 


day of 


o ' clock 



Approved and signed by me this 
at the hour of o’clock 


_M„ ,EoSoT.- 


MAYOR 



Bill No. G-73-02-0 3 



REPORT OF THE COMMITTEE ON FINANCE 


We 5 your Committee on Finance to whom was referred an Ordinance 

amending the Fort Wayne Building Code with respect to 

fees for permits. 


have had said Ordinance under sration and beg leave to report back to t ommon 


Council that said Ordinance 



PASS, 


William T. Hinga - Chairman 


John Nuckols - Vice-Chairman 


James S. Stier 


Samuel J. Talarico 


Paul M. Burns. 





DATE, 



, CONCURRED IN 

CHARLES W. WESTERN \H, CITY CLERK 
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BILL NO, G-73- # 2 ~ @15 


GENERAL ORDINANCE M3, G-gfr- 

AN ORDINANCE amending the Fort Wayne 
Building Code with respect to fees 
for permits, 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE , IN DIANA 5 

SECTION 1. Division 100 of Chapter 37 of the 
Municipal Code of the City of Fort Wayne , Indiana, 1946 
as amended and recodified and referred to as the Building 
Code is hereby amended by repealing Section 109 of 
Division 100 of the Building Code in its entirety, and 
there is hereby substituted the following, which is in 
lieu of said Section 109 of Division 100 of said Building 
Code which is hereinabove repealed. 

Division 100 Administrative, Permits, Fees, Licenses 
& General Provisions : 

109 FEES 


109.1 Buildings 

109.1.1 Fees for Permits - When the cost or value of any 
buildings, construction, repairs, remodeling, addi- 
tions, alterations, installations, maintenance (including 
aluminum siding and roofing but not including painting) 
is less than $200.00 no permit shall be required; pro- 
vided however, that all construction is done in accordance 
with this building code. Cost of permits are listed 
below and will be based on the cost or value of the 
building after deducting the value of the cost of the 
work to be done by sub-contractors under a separate permit. 

BUILDING PERMIT FEES 

$200.00 to $2,000.00-— — — — — - $10.00 

for $2001.00 or more and not exceeding $250,000.00 the fee 
shall be $10.00 with an additional fee of $1,00 for each 
$1,000.00 or fractional part thereof over $2,000,00. For 
$250,001,00 or more the fee shall b@ $258,00 with an 
additional fee of $0,75 per $1,000.00 or fractional part 
thereof in excess of 

109.1.2 Moving Buildings Fees - For moving buildings to 
another location and to occupy the necessary public 
ways, the additional fee for the permit shall be $100.00. 

109.2 Electrical 

109.2.1 Fees for Permits - Before any permit is granted 
for the installation of electrical wiring, devices, appli- 
ances or equipment, the person making application for such 
permit shall pay to the City of Fort Wayne a minimum fee 
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of $10 » 00 to which aiay be added fees as specified In 
this Section 109.2,1 to the extent that the aggregate 
total of said hereinbelow scheduled fees exceeds said 
$10.00 minimum fee, it being the intention that the fees 
scheduled below in this Section 109.2.1 shall be applied 
against said $10,00 minimum fee and any fees in excess 
of the aggregate total of $10,00 shall be added to the 



total fees required to be paid under this Section 

109.2. 

A. 

Lighting Circuits 



(1) 

One circuit or esctension to wiring less 
than one circuit 

$ 2.00 


(2) 

Each additional circuit to and including 
ten circuits 

1,50 


(3) 

Each additional circuit thereafter 

.80 

B. 

Lighting fixtures 



(1) 

One ■ fixture. 

2.00 


(2) 

Each additional fixture 

.20 

c. 

Electric Ranges, Electric Dryers, Electric 

Water Heaters 




Each unit 

2.00 

D. 

Electric Space Heating 



Each circuit 

(Fee includes panels, convectors or cable) 

2.00 

E. 

Motors, Generators, Welding Machines and Similar 
Apparatus 



(1) 

Up to and including 5 HP, each unit 

3,00 


(2) 

Over 5 HP and including 10 HP, each unit 

4.00 


(3) 

Over 10 HP and including 20 HP, each Unit 

6.00 


(4) 

Over 20 HP and including 50 HP, each unit 

10.00 


(5) 

Over 50 HP and including 100 HP, each unit 

25.00 


(6) 

For motors over 100 HP add $2.00 for each 
100 HP . . . . 


F. 

Service 

Entrances 



(1) 

Up to and including 200 ampere 

3.00 


(2) 

Over 200 ampere and including 400 ampere 

5.00 


(3) 

Over 400 ampere and including 600 ampere 

10.00 


(4) Over 600 ampere 25.00 

G, Existing Circuits Connected to New Service Entrance When 

No Other Wiring is Being Installed. 2.00 
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H. Electric Signs 


(1) Extension to wiring less than one circuit 


5.00 


(2) One Circuit 


5.00 


(3) Two to ten circuits each 


1.00 


(4) Over ten circuits each 


50 


I . Wiring Devices, Appliances and Equipment Not 

Covered by Above Schedule 


Each application 


3.00 


109.2.2 Electrical License Fees - Before a license is granted to 
any applicant and before any expiring license is renewed, the 
applicant shall pay to the City a fee in such an amount as is 
herein specified for the class of license to be granted or 
renewed, as follows: 

Class I. Electrical contractor's license 

For full year 50.00 

After July 1 25.00 

Annual renewal fee 50.00 

Class II, Electrical maintenance license 

For full year 35.00 

After July 1 17.50 

Annual renewal fee 25.00 

Class III - Journeyman's License 5.00 

Annual renewal fee 5.00 

109.2.3 Fees for Examinations - The following examination fees 
shall b© charged: 

Supervisor for Class I License 10.00 

Supervisor for Class II License 7.50 

J ourneyman 5 . 00 

Examination fees shall be paid at time of application for 
examination and are not refundable. 

109.3 - Sanitary Plumbing 

109.3.1 Fees for Permits - Before any permit is granted for 
installation of sanitary plumbing, the person making 
application for such permit shall pay to the City of Fort 
Wayne a mimimum fee of $10.00 to which shall be added 
fees as specified in this Section 109.3.1 to the extent 
that the aggregate total of said hereinbelow scheduled fees 
exceeds said $10.00 minimum fee, it being the intention 
that the fees scheduled below in this Section 109.3.1 shall 
be applied against said $10.00 minimum fee and any fees in 
excess of the aggregate total of $10.00 shall be added to 
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the total fees required to be paid under this Section 
109.3.1; ‘ 


(1) Trapped or vented fixtures 

(2) Water Heater-Installation or replacement of 
domestic 

(3) Water service pipes 

(4) Miscellaneous installations or replacements, ea. 

(5) Boiler Supply Piping-Steam or Hot water 

(6) Miscellaneous installations or replacements 


3.00 for 


sad 


2.00 per 

4.00 

2.00 
6.00 
2.00 


tiea' 

sr 


Work not ready for inspection — When the inspector, 

upon call, finds work not ready for inspection, he may make 

a charge of $4.00 for each additional trip required. 


109.3.2 Master Plumber Registration 

Bach Master Plumber so licensed under the law of the 
State of Indiana before being permitted to practice his 
trade in the City of Fort Wayne shall pay an annual registration 
fee of $10.00, which shall cover registration for the portion 
of that calendar year immediately following said payment. 
Thereafter the annual registration fee of $10.00 shall be paid 
prior to performance of any act in the trade of said Master 
Plumber and shall cover registration for the portion of that 
calendar year immediately following payment of said annual 
registration fee. 

109 .3.3 Commercial and Industrial (non-sanitary) Piping and Systems 
Fees for Permits based on value of Piping System: 


(1) $.00 to $2,000.00 

(2) Over $2,000.00 

(3) Plus an additional fee of 


109.4 Heating, Ventilating and Air Conditioning. 


10.00 

10.00 

2.00 per 
thousand of 
cost or value 
or fractional % 
thereof in ex- 
cess of $2,000 


109.4.1 Fees for Permits - The fees for permits shall be 
based on the licensee's selling price to the buyer in 
accordance with following schedule: 


(1) Up to $300.00 5.00 

(2) $300.00 to $500.00 - $2.00 per $100.00 or 
fractional part thereof; 

(3) $500.00 to $1000.00 - $9.00 plus $1.00 per 
$100.00 or fractional part thereof in 
excess of $500.00; 


(4) $1000.00 to $10,000.00 - $14.00 plus $.50 

per $100.00 or fractional part thereof in excess 
of $1,000.00. 


(5) Over $10,000.00 - $59.00 plus $.20 per $100.00 
or fractional part thereof in excess of 
$ 10 , 000 . 00 . 
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109.4.2 Fees for Heating Licenses - The schedule of licenses 
and fees shall be as follows: 

The fee for a license covering any or all of the 
above classes of work shall be $50.00 the first 
year, $35.00 each succeeding year. 

109.4.3 Registration Fees for Reciprocal Licenses - 

A registration fee of $.50 on permits of $5.00 
or less, and a registration fee of $1.00 on 
permits over $5.00 shall be charged for work 


under a reciprocal license. ' 

109 . 5 Demolition 

109.5.1 Fees for Permits 

For one and two car private garage 5.00 

For one and two unit houses 15.00 

For apartment up to eight units 50.00 

For apartment over eight units 75.00 

All other: 

Ground area up to 4,000 sq. ft. 25.00 

Ground area 4,000 to 10,000 sq. ft. 25.00 

Ground area over 10,000 sq. ft. 75.00 

For each additional floor over the 1st 

floor 5.00 

109.6 Signs (Painting, Erection & Maintenance) 


109.6.1 (1) Sign Contractors license shall be $40.00 for 
the first year, $25.00 each succeeding year. 

(2) Sign Painters license shall be $30.00 for the 
first year, $15.00 each succeeding year. 

(3) Mobile Sign License and Projection Sign 
License shall be $25.00 for the first year, 

$20.00 each succeeding year. 

109.6.2 Fees for signs requiring a permit. 

A. Illuminated or non- illuminated, roof signs, street 
banners, temporary signs, outdoor advertising 
signs, commercial signs, mobile signs and 
projection signs: 


to 35 sq. ft. 


7.50 

35 to 60 sq. ft. 


10.00 

60 to 100 sq. ft. 


12.50 

100 to 300 sq. ft. 

<\V> 

15.00 

300 to 500 sq. ft. 


17.50 


\<40 
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500 sq. ft, and over 


20.00 


B. Electric Signs - All installations including 
single face, double face, facia, projecting 
and post mount signs: 



tc 

i 25 

sq. 

ft . 

10.00 

25 

to 

50 

sq. 

ft . 

15.00 

50 

to 

75 

sq. 

ft . 

20.00 

75 

to 

100 

sq. 

ft . 

25.00 

100 

to 

125 

sq. 

f t . 

35.00 

125 

to 

200 

sq. 

ft . 

60.00 

200 

to 

300 

sq. 

ft . 

100 . 00 

300 

sq. 

ft 

. and over 

150.00 


C. Pennant Signs: $5.00 

109.6.3 - Fees for Examinations - The following examination fees 
shall be charged: 

Sign Contractor's License 10.00 

Sign Painter's License 7.50 

SECTION 2 . If any part, parts, section, sections, provision, 
clause or portion of this ordinance shall be adjudged invalid or 
unconstitutional, such invalidity or unconstitutionality shall not 
affect the validity or constitutionality of this ordinance as a whole 
or of any other part, section, clause, provision, or portion of this 
ordinance. 


SECTION 3. 
from and after Its 
tion thereof. 


This Ordinance shall be in full force and effect 
passage, approval by the Mayor, and legal publica- 



Councilman 


Approved as to form and legality 
this day of^iFebruary , 1973. 
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City Clerk Memorandym 

CHARLES W. WESTERMAN, CSerk 

To Roy Humba.rger ^ Blilding flnrnmi ahi nn Date M arcll _ 22^ , 1973 

From Charles W. Westerman, City Clerk 

Subject Appearance before Common Council March 27, 1973 

COPIES TO: 


RE; BILL MO. G-73-02-03 


AN ORDINANCE amending the Fort 
Wayne Building Code with respect 
to fees for permits. 


Your appearance is requested on March 27, 1973, at 
7:00 o’clock P.M. , Room 122, by the members of the 
Common Council and William Hinga, president of the 
Standing Committee of Finance, in regard to Bill 
No. G-73-02-03 . 

It is also requested that you bring along any materials 
or information that you may have which will help the 
Council in its decision regarding the above Bill. 




109.2 Electrical 


109.2.1 Pees for Permits - Before any permit is granted for 
the installation of electrical wiring, devices, appliances or 
equipment, the person making application for such permit shall 
pay to the City of Port Wayne as follows: 


A , 1 & 2 Family residences & accessories: 

(l) Minor remodeling fee: 

Includes service change to 100 amperes, 
additional circuits for appliances, air 
conditioning, lighting or general repairs. 
Plus one - room additions including one 
and two car garages. 

(2) Major remodeling fee: 

Includes service change over 100 amperes 
complete rewiring of heme, installation 
of electric heat or other general repairs. 

(3) Additions to existing houses: 

1 . 5^ per sq. ft. of floor area, or 
xtfhi c*hever is greater. 

(4) New Houses: 

1 . 5 ! i per sq. ft. of floor area, or 
ifhichever is greater 


5.00 


f 10.00 


5 12.00 


5 20.00 


109. 2 - :2 Electrical License Fees 


Before 


license is granted to 


•any applicant and Href ore* any expiring license 'is renewed, the 
applicant shall pay to the City a fee in such an amount as is 
herein specified, for the class of license to be granted or 
renewed j, as follows; 


Class I. Electrical contractor's license 


For full year 


50 . 00 

After July 1 


25.00 

Annual renewal fee 


50 . 00 

Class 11, Electrical maintenance license 

For full year 


35.00 

After July 1 


17.50 

Annual renewal fee 


25.00 

Class III - Journeyman* s License 


5.00 

Annual renewal fee 


5.00 

109.2.3 Fees for Examinations - The following 

examinat ion 

fees 

shall be charged; 

Supervisor for Class I License 


10.00 

Supervisor for Class 11 License 


7.50 

J ournsyman 


5.00 


Examination fees shall be paid at time of application for 
examination and are not refundable. 


109. 


Sanitary Plumbing 


109.3.1 Fees for Permits - Before any permit is granted for 
installation of sanitary plumbing, the parson making 
application for such permit shall pay to the City of Fort 
Wayne a raimimura fee of $10.00 to which shall be added 
fees as specified in this Section 109.3.1 to the extent 
that the aggregate total of said hereinbelow scheduled fees 
exceeds said $10.00 minimum fee, it being the intention 
that the fees scheduled below in this Section 109.3.1 shall 
be applied against said $10.00 minimum fee and any fees in 
excess of the aggregate total of $10.00 shall be added to 


REQUEST FOR ACTION 


To: 


City Attorney David B. Keller 
or 

Associate City Attorney, 


David B. Keller 


From: 


(Name, Title & Department) 


Building Department 


Approved by J. D . Boswell, Board of Works 

(Person authorized to forward legal work) 


Date: 


Sub j ect : 


(File subject designation) 


%***###* ■#*#***%#*%*** 

File # Assigned by Records Librarian 

3054 

Date : ^ ~ ?3 


Action Requested : Passage to bring permit fees into line with 


present day costs. 


(Continue on reverse side, if necessary) 

cc: City Attorney David B„ Keller 

(If request originally sent to an Associate City Attorney) 

Mayor Ivan A„ Lebamoff 

Department Head of Requesting Party 


DIGEST SHEET 







c 


It/ 


TITLE OF ORDINANCE 


Overall Pregram Design 



DEPARTMENT REQUESTING ORDINANCE Office of the Mayor 

SYNOPSIS OF ORDINANCE The Overall Program Design, which is the substance 
of the application pendincr, identifies a set of administrative activities which 
will be undertaken to improve the decision-making and executive management of 
Citv government. These activities have been formulated with the objective of 

upgrading management systems including planning, programmincr , and budgeting; 

phvsical development plannincr including planning for housing, redevelopment, 
land use, environmental crualitv; and plannincr for human services. Special 
attention is given to the coordination of planning between departments and 
between the City and external planning bodies. 


EFFECT OF PASSAGE Provision of $50,000 critical to carrying out the 


Overall Program Design. 


EFFECT OF NON-PASSAGE Federal grant would not be made available to Fort 


Wayne to help support this project. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Costs are $50,000 

Federal funds on 2/3 share basis to be matched with local funds already budgeted. 


ASSIGNED TO COMMITTEE (J.N.) 


Admru Appr. 


DIGEST SHEET 


title of qrdina 

for permits. 
DEPARTMENT REQUESTING' ORDINANCE 


SYNOPSIS OF 


:o fees 


P , Heating. 


fees . 


EFFECT OF PASSAGE Will bring inspections closer to break even point. 


EFFECT OF NON-PASSAGE Will continue fees at old level 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 


ASSIGNED TO COMMITTEE (PRESIDENT) 






ORDINANCE CHECK-OFF SHEET 


' REGARDING ORDINANCE 


CONTENTS OF ORDINANCE 




February 14, 1973 


Uss Helen Libbing 
Fort Wayne Newspapers, Inc# 
600. West Main Street 
Fort Wayne, Indiana 46602 


Bear iliae libbing* 


Please give the attached fall beverage on the dates of Feten&ry 16 and 
23 * 1973, lh both the lews Sentinel and Journal Gaaette. 


Bis Legal Notice for Qos&on Council 
of Fort Wayne, Indiana, Public 
Hearing Notice * An Ordinance 
spending the Fort Wayne Building 
Code* Bill No* 0-73-02-03* 


Fleas© send ns five (5) copies of the Publisher’s Affidavit, 
toank you* 


Sincerely, 


Charles W# Westerman 

OWW/ne 

acLj i 


Form Prescribed by State Board of Accounts 


General Form No. 99 P (Rev. 1967) 


CQPB PQn ....CQ«oci l«-Ci ty of Ft. W a yn e 

(Governmental Unit) 


Allen 


.County, Ind. 


JOURNAL -GAZETTE 


FORT WAYNE, INDIANA 


PUBLISHER’S CLAIM 


LINE COUNT 

Display Matter (Must not exceed two actual lines, neither of which shall total more 
than four solid lines of the type in which the body of the advertisement is set) 
— number of equivalent lines 

Head number of lines 

Body number of lines 

Tail number of lines 

Total number of lines in notice 


22 

2 


33 


COMPUTION OF CHARGES 


33 


lines, columns wide equals 

cents per line 


equivalent lines at»?.??.$.. 


Additional charge for notices containing rule or tabular work (50 per cent of above 
amount) 


$ 9*50 


Charge for extra proofs of publication (50 cents for each proof in excess of two) 


TOTAL AMOUNT OF CLAIM 


( 3 ) 1.50 


11.00 
$ 


DATA FOR COMPUTING COST 


Width of single column 11 ems 


Size of type 


51 - 


point 


Number of insertions. 


2 


Size of quad upon which type is cast 


Pursuant to the provision and penalties of Ch. 89, Acts 1967, 

I hereby certify that the foregoing account is just and correct, that the 
credits, and that no part of the same has been paid. 


Date February... 26 ,.. i 19 73 


amount claimed is legally due, after allowing all just 



ADDmONAL of 

as.# 

E& '^Standard Tim^consider^he <o 

lowing oddltionol PP ^g rnoct 

ex,s,,n3 ot 

th BILi ri NO;G-73-02-ra w Building 
Amending permits. 

Code with res P?2lr?no at such meeting i 
Taxpayers fP'f t a 0 r 'b| heard thereon. The 

thall have a right to oenea [|y ma de, 

additional appropriation, s ', n s1atc 

will be automatically reterreu Com - 

Board of hearing within 

mission will hold a turtne dHor , s office 

fifteen days at the couiiiy SUC h othe r 
of Allen county, Ind ^ £t such hear- 
place as ma T b ® h S?on h> any of such ad- 

County* 6 Auditor Y when and where such 

hearing W. WESTERMAN, 

216 - 23 . 


PUBLISHER’S AFFIDAVIT 

State^of Indiana t 
AlLEN _._ County } ss: 

Personally appeared before me, a notary public in and for said county and state, the 

undersigned ...ARRY__E.___GE_RKEN who, being duly sworn, says 

that he is CLERK Q f tfle 

JOURNAL-GAZETTE 

DA TT Y 

a .h'.fl.l.h.l newspaper of general circulation printed and published 

in the English language in the city l of FORT WAYNE. TNI) TANA 

Tu wii T ' " ’ **" * 


in state and county aforesaid, and that the printed matter attached hereto is a true copy, 

which was duly published in said paper for..2 time.ia , the dates of publication being 

as follows: 



General Form No. 99 P (Rev 1967) 


Form Prescribed by State Board of Accounts 

Common Council- City of Ft. Wayne 

(Governmental Unit) 


To NEWS-SEN.T.INEL Dr. 


Allen 


County, Ind. 


F OR T WAYNE f I NDIANA 


PUBLISHER’S CLAIM 


LINE COUNT 

Display Matter (Must not exceed two actual lines, neither of which shall total more 
than four solid lines of the type in which the body of the advertisement is set) 

— number of equivalent lines 

Head number of lines 2. 

Body number of lines 29 

Tail number of lines E. 

Total number of lines in notice 22. 


COMPUTION OF CHARGES 

22 lines, columns wide equals equivalent lines at.*.???$ 

cents per line 

Additional charge for notices containing rule or tabular work (50 per cent’ of above 
amount) 

Charge for extra proofs of publication (50 cents for each proof in excess of two) (3) 
TOTAL AMOUNT OF CLAIM 

DATA FOR COMPUTING COST 


9.30 


1*50 

11*00 


Width of single column 11 ems 

2 

Number of insertions 


Size of type P.2 point 


Size of quad upon which type is cast S.g;.. 


Pursuant to the provision and penalties of Ch. 89, Acts 1967, 


I hereby certify that the foregoing account is just and correct, that the amount claimed is legally due, after allowing all just 
credits, and that no part of the same has been paid. 


Date *'. ebr ' uar y 26 > 19 73 


. : . . . ? 

Title Cle .^ k 


PUBLISHER’S AFFIDAVIT 

State of Indiana 


State of Indiana 1 
ALLEN.... County / ss: 



.. Notice 
the City of 


Personally appeared before me, a notary public in and for said county and state, the 

■USdgrsigned A* M.» ..Ho..sLlTlH.n who, being duly sworn, says 

S.he is Clerk of the 


N.EWS-SENI.INEL 

MomcipaX wil, C0 £™ n c °™2i| Un o , r s Lid n A TT V 

Indfqn o' ,y on 0untY ' Buiwing Co ^ 0 n r c /' Cham [ Ua lL.1 newspaper of general circulation printed and published 

o£St e Bngll8h language in th ^y ( of F ORT WAYNE r IND IA NA 


on W extraorrt- consid ^ P "°oessarv s t wh ' cf ij ate and county aforesaid, and that the printed matter attached hereto is a true copy. 
this time a ’ nary em ergency exist L!P ee ! o o 

bill no Gjtn,., 09 at :h was duly published in said paper for ftirno “tv 


NO.G-73-02-0 
the ° 


f Jetmmry 16, 1973 

3K&? i X.W., 


Fort Wayne 


was duly published in said paper for rtime .? the dates of publication being 

ollows: 


shall 







jscribed and sworn to before me ihi» 


0wmmi' 

hearing will bo h ^ en °nd where such I ■ 

CHARLES W. WESTERMAN P cornmiss!on expires 
C 'TV CLERK 


2-16-25. 



